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17 September 1963 


MEMORANDUM FOR: Deputy Director for Science and Technology 
SUBJECT : Daily Activity Report - 17 September 1963 


1. Mission Statue 


a. IDEALIST - 
Base, California and 
status . 


The 0-2 detachments at Edwards Air Force 

I are both on standby 


b. BRAS S KNOB - One 0-2 ales ion was flown yesterday 
with results being 60 % target coverage and no reactions. 


c. SATELLITES - No activity. 

2. OXCART Flights, 16 Septeaber 1963 - No Flight Activity 

3. OXCART Status, 16 Septeaber 1963 

a. Aircraft #121: Postflight inspection. 

b. Aircraft #122, #124, and #126: Flight cancelled - 
weather. 

c. Aircraft #125: Investigating engine starting bleed 
system. 

d. Aircraft #127: Waiting fins. 

e. Aircraft #128 and #129: Final assembly. 
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